STATINTL APProved For Release 2000/09/01 : CIA-RDP81B00878R000500090014-8 


FROM: 

TO: Eastman Kodak Company 

THROUGH: STATINTL 

I 
Nr. Part Number Nonenclature 
1 xD-551 Diaphragm 


Request that material herein ordered be delivered to: 
Project Dragon Lady 

Warner Robins Air Materiel Area 

Robins Air Force Base, Georgia 

Warehouse 17, Storeroom B 


APPROVED 3 


SIGNED: 


STATINTL 


Approved For Release 2000/09/01 


File Nr. 8533 
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Production List Nr. 60-26 to Contract Mr. HF-CT2697 


Unit 
Pack Qty Est. Cost Remarks 


ea 10 $16.10E 


: CIA-RDP81B00878R000500090014-8 


